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Walworth Tools 


Parmelee Wrenches 


Fig. 4104—Steel Handle 14- to 24-inch Style 


No. 4101—Steel Handle 6 to 10-inch Style. < 
No. 4102—Automobile Steel Handle 8 and 10-inch Style. Fig. 4601—No. 1 Sleeve Lock 


Rte Ror et 
Ig. ee e, 14 to 24-3 tyle. 
No. 4105—Steel Handle, 36 and 48.inch Style. 


Walworth Master Stillson Wrenches 
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Special Super-Heater-Unit Girth Wrench. This is our No. 2 Parmelee Wrench 
fitted with one special girth for 114 O. D. wrench complete, each $10.00. Wrench 
without Girth, $6.00, Girth for 134-inch O. D., $4.00. 

No, I Girths for 54, 34, 74 or I-inch O. D. Tubing or Rod, $1.75 each. 

Orders for Girths should specify the outside diameter of the Pipe, Rod or Tub. - 
ing the Girths are required to fit. Prices on speciel Girths on application. We do 


Jaw Frame Wood Handle Adj. 


not furnish parts of Girths, 
Nut. _ The Nee may, coe ee ai a Sara fine at nag Girth in place of 1-inch 
iron 81Z¢ if so ordered at the regular price for a No. |. 
Walworth Master Stillson Wrench Parts 
For Bars 
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6 eh sieade $0.95 $0.75 $0.38 $0.12 $0.16 $0.15 $0.03 $0.01 $0.10 a3 

1.10} 185} sol 720] fis] ‘2a } ces 021 ‘to Fig. 4501—Walworth Bostong 

4... 1.50] 1.15] .60}] .30] 1.25] :20|] [04] ‘021 -10 Chain Wrench Reversible 
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pound ee 23% 36 63 
panies of all Steel-Handle Wrenches except 36- and 48-inch are japanned. Length Flat Link a sbi h Wy 34 2% 24 Or 


Teds Rowarth Master STILLSON Wrenches are marked with the Diamond Sate oe ve air $ ato A $ A ed a a i 
ark. sige sasalions : ; ; : , 
When ordering STILLSON Wrenches be sure to specify “Walworth.” ai ioe Boit — ee “o; uo oe i 
Special length of chain to order. 


Walworth Pipe Taps and Reamers 


*Briggs Standard. Made of High Carbon Steel. Specially treated, hardened, and tempered. Carefully inspected 
and tested. 


Standard taper is 34 inch per foot. Right-hand threads always furnished unless left-hand is specified on order, 
Left-hand threads at same list, but different discount. 
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Combe” bis. 7 if ; = Pipe 
Drill and *British Thread Taps supplied at same list. eamer 
For Our Line of Valves and Fittings See Pages 714 to 719 1928 


